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Huene v. U.S. Department of the Treasury Internal Revenue Date Filed: 08/05/2011 
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Assigned to: Chief Judge Anthony W. Ishii Jury Demand: None 
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Cause: 42:1983 Civil Rights Act Information Act 

Jurisdiction: Federal Question 

Plaintiff 

Donald R. Huene represented by Donald R. Huene 

7429 N. Valentine 
Fresno, CA 93711 
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U.S. Department of the Treasury 
Internal Revenue Service 
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ORDER TRANSFERRING CASE to SACRAMENTO Division signed by Chief 
Judge Anthony W. Ishii on 8/9/2011. New Case Number 2:ll-cv-2110-JAM-KJN. 

(Sant Agata, S) (Entered: 08/10/2011) 
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